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The following errors were found in this paper: 
On page 121, eq (2.7b) should read: 
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On page 121, the equation immediately above 
eq (3.2c) should read as follows: 

Q_,(0) = Q_,(Z4_,). 

On page 121, the sentence immediately below eq 
(3.2c) should read: 

such that Co,A-i represents the measurement of a(z) 
or b{z) at z=Zk-\. 


On page 122, eq (3.8) should read: 

A 5o(0;z)=.4 ^(P;z,)-A ^(0;z,){e-^^^' ^"". . . . 

On page 129, the sentence immediately below eq 
(A. 11) should read: 

Substituting £, = tan{<f)„(z)} £2 .. . . 

On page 133, eq (D.3) should read: 

N-\ 

/o=X... . 
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